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3.31 (c) 

SAMITATIOM, 

(b) Hou&ekeepirtg Pfemises ilbjildings and grounds} shall be kept dean and in good repair in order lo protect the 
animals from in^iry and tq FaciliteCe Ihe pf escribed husbandry ptaclices 5fl! fqrih in [his subpart.. 

The back splash by tha dial klld^an sink bas areas inhere the surtaca Is worn and no longer imperviajs to 
moistiirie.This area can not be property sanitired in Ibis oondilion, The back sptash must be nepaired or replaced lo 
msinlain husbandry practises in the diet kitchen afea. 
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